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SERVICE SPECIFICATIONS 


TIRE & WHEEL 


TIRE & WHEEL 

SERVICE DATA 


Tire size: P225/70R16 101S Front, Rear 

210 kPa (2.1 kgf/cm 2 , 30 psi) 

Tire runout 

1.4 mm (0.055 in.) or less 

Imbalance after adjustment 

8.0 g (0.018 lb) or less 
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